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NARA RG104, Entry 1, Box 134 


The Mint of the United States, 
At Philadelphia, 
July 9, 1885 


Sir: 


There are in one of the basement vaults 295 lbs. in bars, proceeds of various meltings of 
counterfeit Minor Coins. 


I would respectfully suggest that this base metal be sold and the proceeds turned into the 
Treasury of the U.S. as “old material sold”. 


Respectfully, 
M.H. Cobb 
Cash. 


Hon. D.M. Fox 
Superintendent 


